PHELPS-STOKES  CHAPEL 
Berea  College 
Berea,  Kentucky 

This  Chapel,  built  in  1904  by  student  labor, 
accommodates  the  student  body  of  approxi- 
mately 1700.  The  William  S.  Frost  Memorial 
Chimes  in  the  Chapel  tower  are  played  daily 
by  students. 


13109-C 


I       uAOC  er 


PLACE 
STAMP 
HERE 


